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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 02171 131112Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

084382 13111 2Z / 1 2 

R 120835Z AUG 78 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8217 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 2171 

ATHENS FOR RTDO 


E.O. 11652: N/A 
TAGS: BEXP, BENC.TC 

SUBJECT: FOREIGN GOVT. TENDER: CONSTRUCTION OF TOTAL OF 150 NOS. 
6.6K V SUBSTATIONS. 


1. 520/01/T0062 

2. 08/10/78 

3. J. HASTIE 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE FEE OF 
500 DIRHAMS (1 DOL EQUALS 3.9DH.) FROM: 

6B. EPUTY FINANCIAL CONTROLLER AND ADMINISTRATION MANAGER 
6C. DUBAI ELECTRICITY COMPANY 
P.O. BOX 564 
DUBAI, U.A.E. 

7. LC/1 13/78 

8. 09/09/78 1200 NOON 

9. 201 

10. 9918203/0000. INVITATION TO TENDER READS AS FOLLOWS: 

QUOTE: 

DUBAI ELECTRICITY COMPANY. P.O. BOX 564, DUBAI, UAE. 

TENDER FOR CONSTRUCTION OF TOTAL OF 150 NOS. 6.6 KV SUBSTATIONS 
UNCLASSIFIED 
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CONTRACT LC/1 13/78 

THE DUBAI ELECTRICITY COMPANY INTENDS TO CONSTRUCT A TOTAL OF 150 
NOS Y.6 KV SUBSTATIONS AT VARIOUS LOCATIONS IN DUBAI. NWTHE COMPANY 
INTENDS TO DISTRIBUTE THE WORK AMONG THREE DIFFERENT CONTRACTORS 
AND EACH WOULD BE REQUIRED TO CONSTRUCT 50 NOS. SUBSTATIONS 
AT VARIOUS LOCATIONS IN DUBAI, TO BE ALLOTTED, BY THE COMPANY, FROM 
TIMEUMTO TIME AS AND HOW THE SITES ARE MADE AVAILABLE BY DUBAI 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNICPALITY. 

THE COMPANY INVITES FIXED LUMP SUM PRICES TENDERS FROM REPUTED 
CONTRACTORS FOR THE CONSTRUCTION OF THESE SUBSTATIONS. THE 
TENDER DOCUMENTS FOR THE ABOVE CONTRACT WILL BE AVAILABLE FROM 
12TH AUGUST 1978 TO TO 26TH AUGUST, 1978 AND MAY BE OBTAINED FROM 
THE OFFICE OF THE DEPUTY FINANCIAL CONTROLLER AND ADMINISTRATION 
MANAGER, DUBAI ELECTRICITY COMPANY, DUBAI DURING OFFICE HOURS 
ON PAYMENT OF DHS: 500/- IN CASH, WHICH IS NON-REFUND ABLE. 

THE SUBMITTED TENDERS MUST BE VALID FOR 90 DAYS. 

THE TENDER MUST BE ACCOMPANIED BY A BID BIND IN THE FORM OF UN- 
CONDITIONAL BANK GUARANTEE FOR 5 PERCENT OF THE TOTAL TENDER 
SUM VALID FOR 90 DAYS. THE SUCCESSFUL TENDERER WILL BE 
REQUIRED TO REPLACE THIS WITH A PERFORMANCE BOND EQUAL TO 10 
PERCENT OF THE TOTAL CONTRACT SUM FOR THE PERIOD OF THE CONTRACT. 
COMPLETED TENDERS FOR THE CONTRACT MUST BE SUBMITTED IN DUPLICATE 
IN PLAIN WAX SEALED ENVELOPE MARKED LC/1 13/78 

"TENDER FOR CONSTRUCTION OF 50 NOS 6.6KV SUBSTATION". 

AND ADDRESSED TO THE CHAIRMAN OF THE EXECUTIVE TENDER COMMITTEE 
AND DELIVERED INTO THE TENDER BOX OF THE DUBAI ELECTRICITY COMPANY 
BY 12 NOON OF 9TH SEPTEMBER, 1978. 

THE TENDERERS WHO DEVIATE FROM THE ABOVE FORMALITIES WILL NOT BE 
CONSIDERED. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ABU DH 02171 131112Z 

THIS ADVERTISEMENT IS COMPLIMENTARY PART OF THE TENDER DOCUMENS. 
UNQUOTE. 

11. TO BE FINANCED FROM DUBAI DEVELOPMENT BUDGET 

DICKMAN 

DICKMAN 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ABUDH02171 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780331-0409 
Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780869/aaaacfts.tel 

Line Count: 101 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 03050e64-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1754430 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVT. TENDER: CONSTRUCTION OF TOTAL OF 150 NOS. 6.6K V SUBSTATIONS. 
TAGS: BEXP, BENC, TC 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/03050e64-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



